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Commercial Restaurant Equipment 



Welcome to USA Equipment Direct 
We sell commercial restaurant equipment for less. Our quality and customer service speaks for 
itself. If you are looking for commercial kitchen sinks, faucets, tables, chairs, work tables or 
replacement parts for your favorite Hobart equipment, we would be happy to serve you. We 
are located in Atlanta GA, but we can ship your product anywhere in the continental United 
States and Canada. Please contact us for rates to Canada or outside the Continental USA. Please 
have a look around. 

Bench Mark USA 71000 Snow Bank Snow Cone Machine 





The Snow Bank will produce up to 500 pounds of crushed ice per 
hour. The blades of the cutting head are pre-set to produce 
standard coarse snow cone ice or it can be adjusted to produce 
finely shaved ice. Rotating at 1700 rpm's the heavy duty 1/3 hp 
motor is designed for years of durable service. This simple to use 
machine features tinted tempered glass panels, die-cast aluminum 
horn, cutting head and pusher, adjustable stainless steel cutting 
blades, Safety Re-set Button, Snow Cone Shaper, polycarbonate 
service door and a molded plastic drainage deck. 



Key Features: 



* Produces up to 500 lbs of cube or chunk ice per hour 

* 3 year warranty 

* Heavy duty 1/3 hp motor 

* Tinted tempered glass panels 

* Die-cast aluminum horn, cutting head and pusher 

* Safety resett button to prevent accidental start-up 

* Adjustable cutting blades from fine to coarse 

* Built-in Snow Cone Shaper for perfect snow cones every time 



Commercial Double Ring Bar Stool with Red Swivel Round Seat 



Commercial Double Ring Bar Stool with Red swivels round seat. 

Very Nice Heavy Duty Chrome Frame 

Cushion is 4 1/2" thick 

14" in diameter 

Red vinyl 

Seat is 30" high 

Rubber glides on each leg 




2 Bay Sealed Well Electric Steam Table w Manifold Drain Assembly 



* 2 Bay Sealed Well Electric Steam Table w Free Manifold 
Drain Assembly 

* Overall Dimensions: Front to Back 30.6"x 32" Long 

* ETL approved 20 Amp/1000 Watts 

* Beautiful Stainless Heavy Duty Welded Construction 

* NSF Standard 4 

* Thermostatic Control vs Others Infinate 

* Fiberglass Insulated 

* 18 Gauge Stainless Steel Under shelf (Compare to 

others Flemsy 22 Gauge) 

Free Manifold Drain Assembly with one valve control to empty all bays at once! 
Saves Time and Hassle by eliminating the need to empty individual Bays seperately. 
Also can accomadate a hose to a floor drain stopping the need for buckets all together. 
$(149.00 Value Free) 

Stainless Steel Enclosures Optional Model SSC for 2 sides and Model 2H-SBC for Back of 
2 Bay. 



Manual Restaurant Grease Traps-Interceptors Light Duty Commercial 
We Have a Great Selection of Carbon Steel Grease Traps, Poly Grease Traps , Thermal Plastic 
Grease Traps , Compact and Low Profile Grease Traps. Featuring Canplas-Endra , Ashland , 
Rockford , KTI , Zurn , Watts- Dormont, JR Smith and BK Resources. 





In Stock for Pick Up or Fast Same Day Shipping! *** If you don't see it. We can get it. *** Orders 
in by Noon Same Day some exceptions apply. 




Grease Trap 08 lb capacity BK-GT-8 

Item: Grease Trap 08 lb capacity 
Item Number: BK-GT-8 





Description: Grease Trap 8Lb 4gal per minute capacity. 
Constructed of 11 gauge carbon steel with corrosion resistant 
coating. Non-skid deck plate. Removable baffles for ease of 
maintenance. Main body of grease trap suspended above the floor 
to avoid corrosive envioment and extended life. Both ends accep 
No-Hub adapters for steel or Plastic. T-Vent piple included. 
Certified by the Plumbing & Drainage Institute. 



Specifications: 8 Lb Capacity - 4 G.P.M 

Dimensions: 14-1/8" Lengh x 11-1/4" Height x 10.5" Width (7.5" from bottom to middle of inlet) 

Tables Stainless Steel 

We offer a wide range of stainless work tables for sale in Atlanta, also serving the continental 
United States and Canada. Best selection of Economy, Industrial Grade, Premium All Stainless, 
Open Base Stainless Steel worktables and Newly introduced Open Base All Stainless H Frame 
Tables. We also can custom make any size table just give us a call for details 

All Stainless Steel Premium Work Tables 24x36 



* Quality S/S unsurpassed strength and durability 

* 18 gauge polished stainless steel top 

* Top reinforced with welded-on hat channel 

* Sound-deadened between top and channels 

* Stainless steel legs, undershelf and gussets 

* Adjustable All Stainless bullet feet 



USA Equipment Direct provides a large variety of commercial kitchen sinks, faucets, tables, 
chairs, work tables, or replacement parts for you favorite Hobart equipment. 



For more information please visit http://www.usaequipmentdirect.com 






